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25X1A 


24 September 1964 


DAD/S&D 
Trip Report 

Undie, 1 still don’t understand whether or not the installation will 
do the job, particularly, are antenna pattern measurements to be run prior 
to the deployment of the system. In view of the critical nature of this 
question, these tests appear to be mandatory. Do we still concur on this? 
What's the plan? 


Ray 
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